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These experiments were made chiefly by Macquer
and Wenzel *. The alcohol employed by Macquer was
of the specific gravity 0*840. Wenzel does not give
the density of his alcohol; but as he compares it with
that of Macquer, we may suppose it nearly of the same
strength. As the solubility of salts depends upon the
strength of the alcohol employed, the experiments of
these chemists must be considered as defective, because
they have confined themselves to one particular density.
This defect is in part supplied by the following very
valuable Table of Mr Kir wan's, constructed from his
own experiments f.

* Verivandtsclaft) p. 300. The solubility of all the salts marked f-
was ascertained by Wenzel; those marked f, by Macquer j and thoge
marked {, by Withering.
f On. Mineral Waters^ p. 374*